This  beautiful  window  given  in  memory  of  the 
Reverend  Anson  Green  Phelps  Dodge,  Jr.,  S.  T.  B. 
who  was  responsible  for  reorganizing  and  rebuild- 
ing Christ  Church,  Frederica,  St.  Simons  Island, 
Georgia,  in  1884,  depicts  the  Confession  of  Christ 
by  St.  Peter  at  Caesarea  Philippi.  It  was  designed 
by  Mayer  and  Company  of  Munich,  Germany  in 
1899. 
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